Date 


Gentlemen: 

Please enter our order for 
GRIP LOCK SASH FASTENER: 

.Doz. #49 Cast Brass, 

Polished 

.Doz. #49 BRB Cast Brass, 

Burnished, Buffed 

.Doz. #49 Vz Cast Brass, 

Burnished 

.Doz. #49 3 /4 Cast Iron, Brass 

Plated 

SHIP TO 

Name . 


Address 


GENUINE CURTEICH-CHICAGO “C.T. ART-COLORTON E” POST CARD (REG. 


PLACE 
ONE CENT 
STAMP 
HERE 

1B-H722 



The Safe Padlock and Hardware Co. 

LANCASTER, PA. 


U. S. A. 











GRIP LOCK Automatic 
SASH FASTENER 


(patented) 



AUTOMATIC LOCKING 

SELF CLOS 

FOOL-PROOF 

COUNTERACTS 
CARELESSNESS 

HELPS ELIMINATE 
RATTLES 

HELPS CORRECT SASH INEQUALITY OR SETTLING 


eJjfCade only by THE SAFE PADLOCK and HARDWARE CO. 

LANCASTER, PA., U. S. A. 



Q GRASP CATCH 


PRESS TOGETHER 


o LOCKS automatically 
WHEN WINDOW CLOSES 













